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26 JAN 1976 


MEMORANDUM FOR: Director of Security 


SUBJECT : Office of Security Monthly Report of 
Trends and Highlights for December 1975 


1. Upon satisfactory completion of testing of SPECLE II 
system (automated management of information on special 
clearances), SPECLE I was terminated on 4 December 1975. 
Substantial cost savings will be realized from the new system. 


2, The Deputy Director for Intelligence and his staff 
were briefed on the Automated Top Secret Control program. 
A similar briefing was afforded the Top Secret Control Officers, 
Department of State. 


3. On 22 December 1975, Technical Security Division 
officers conducted an J inspection of the residence of the 
DCI designate, Mr. George Bush. 


4. Physical Security Division representatives joined 
the Chief, Special Security Unit/DDO, in debriefing an Office 
representative who returned from TDY assignment to 
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Deputy Director of curity (P&M) 
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